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Prednosta prof. “Dr 


1, 2 neurologicke kliniky 4.U. v Brne. 


Ke 
coke reraixs, SUBCLAVIAN, diseases, 
*compreasion 


APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0" 


"APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0 


14 


MUMR, klinict{ asistent (Brno 16, Dunajevskeho 27); NOVOTNY, 
vapopluk, MUDr, klinicti asiscent (Brno, Bresinove 6a) 


Ee ai 
Nava Ta 


Da bat id ge tad od 


Schisophasia traumatica. lek. listy, Brno 9 10 017:390=392 1 Sept 54. 


1. & psychiatricke kliniky v Brne, prednoste prof. MUDr Zdenek 
Lauterer. & necrologicke kliniky v Brne, prednosta prof. MUDr 
Zarel Pope. 
(SPEECH DISORDDRS, 
schizophasia, traun.) 
(SCHIZOPHRENIA, manifestations, 
schizophasia, traun.) 
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NOVOTNY, Svatopluk, MUDr. 
. Soe causes of differences of blood pressure in upper extrenities. 
Vnitr. lek., Brno 1 no.5:3/+4+-352 May 55. 


1. (Venovano akademikovi prof. dr. Kamilu Hennerovt k sedesat inam) 
Z neurologicke kliniky MU v Brne prednosva prof. ¥COr. K. Popek, 
Brno. Brezinova 6a. 
(BLOOD PRESSURE, physiology 
variations in upper extremities, causes.) 
(ARM, blood supply 
blood pressure, differences in right & left arm, causes.) 
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| EXCERPTA wEDICA Sec.12 Vol.9/11 Ophthalmology Nov55 


« 
1792, NOVOTNY S. Neurol, Klin. MU, Berne, * PriSpévee k etioivgit nelucticktch 
i 7 ornicov$ch priznakf se zéctelem ke klistové meningoence- 
falitidd, Contribution to the aetiology of non-s yphilitie 
isolated pupillary symptoms CSL, OF THAL, 1955, TL 2(92-95p 
Report an the occurrence of Argyll-Robertson and Adie pupil in patients suffering 


from tick-bite meningoencephalitis. Zahn - Prague 


APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0" 


1 se eer 


"APPROVED FOR RELEASE: 07/13/2001 


et ee ie ss 


CIA-RDP86-00513R001237610001-0 


HOVOTNY, Svatopluk, KUDr; NOSOVA, Tafana, HUDr 


aCe. 


Epiduritis spinalis. Rozhl.chir. 34 no.9:548-553 Now 55. 


1. Z neurologicke kliniky Masarykovy university v Brne, preda. 
prof. MUDr K.Popek 
(DURA MATER, diseases, 
epiduritis, spinal (C=)) 
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NOVOTNY, Svatopluk, MUDr, klinicky aaiatent 
pan ETE OEE LLL ER ELALE 
Isolated pupillary sympyoms. Prakt.lek., Praha 35 no.7:161-163 


5 Apr 55. 


1. 2 neaurologicke kliniky Masarykovy university v Brne, predn. 
prof. MUDr X.Popek. 
(PUPILS, in various diseases, 
diag. value of pupillary sympt.) 
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BEREA, I.,; EADLEC, K.,; HOVO@TRY, S.,; SEVCIK, &.,; VYSEOCIL, J. 
mata ROONEY 
Chronic carbon sonoxide poisoning. Pracovni lek. 8 no.1:4-11 
Jan 56. 


1. 2Z oddeleni chorod s povolani v Brae, prednoste doc. Dr K. 
Kadlec. 
(CARBON MONOXIDE, pole. 
manifest. & prev. (Czech) ) 
(POISONING. 
carbon monoxide, manifest. & prev. (Czech)) 
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MOVOTHY, Svatopluk 

ahead wat et ne 
Neurological diagnosis of chronic carbon monoxide poisoning 
with special reference to axial reflexes. Cesk. neur. 20 no.2: 


110-113 Mar 57. 


Lei eae 
Ae eae 


1. Venovano akad. Dr. Kamila Hennerovi k sedesatinan. Neurologicke 
Klinika v Brne, predn. prof. MUDr. Karel Popek. 
(CARBON MONOXIDE, poise. 
diag., neurol. tests (Cz)) 
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NOVOTNY, Svatopluk, UHER, Jiri 


Occupational trauma by pneumatic tools as a cause of apinal lesions. 
Pracowni lek.ell no.10:511-515 D '59. 


1. Neurologicka klinika university v 3rne, predn.prof.dr. K. Popek. 
Patologicko-anatomicky ustav university v Brne, predn.prof.dr. 
Svejda. 

(SPINE dis.) 

(VIBRATION eff.inj.) 

(OCCUPATIONAL DISEASES etiol.) 
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+ HOUORME, SyRtOp Ba ca 
Lipoma intraspinale intradurale., Zozhl, chir. 38 no.11:768-773 
Nov 59. 


1, Naurologicka klinika University v Brne, prednosta prof. MUDr. 


K, Popek. 
(LIPOMA, surg.) (DURA WATER, neopl.) 


APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0" 


"APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0 


earth OT, 
ay) ees? 


ee See ec Sae dy Sosy Boas) cugcee ens Miser ois. Santee 


< NOVOTEY, S. 


Acropathia pseudosyringonyelica causalgica. Acta chir.orthop. 
traum.cech.27 no.4:381~385 Ag'60. 


1. Neurolegicka klinika University v Brne, vrednosta prof. 
MUDr. K.Popek. 

(LEG dis) 

(SYRINGOMYELIA diag) 
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CZECHOSLOVAKIA 


Svatopluk NOVOTNY, MD faffiliacion not stated} 

"Discussion te the Article by J. DOBLAS and KLIHKOVA-DEUTSCIIOVA on 
"Intredure) Lipoaa of the Spine." in the Caskoslovonska Neurologic 
24, 5/351-357, 1961." 

Prague, Ceskcslovenska Neuxologia, Vol 26(39), No 1, Jan 635 p 62. 


Abstract: Author pointa out chat, contcary to che scatesent of tana 


above auchore, there wae a case provicaly published of this type; 

by him in the Czach Litezature in Roshledy v Chirurgii 1959; also 
presented in two neurology meetings prior Co publication in totos 
howaver, no damage is done ta the arcicle by tha above authore since 
their case was slightly different and therefore presumably worth 
publishing alse. 


aR rem ee eee meme” i er tr ? re ee 
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NOVOTNY, S.; STANEK, J. 
Our experience witn the Bernard's curre:.ts terery Digsynaces 
: Sea 
in neurology. Cesk. neurco:. +9 poet 59—te va Too. 
1. Neurclegicke oddeieni Covodniho ustavu narodniho zdrav. 
ie 3. Novotny) race fyticy 
ve Znojme {vedouci Mor. o. Novotny, a Katedra lekars«e ¥ ny 
lexarske fakulty University J.E. purkyne v Brne ‘vedouch dec. 
\ 
dr. J. Stane’, CSc.). 
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NOVOTNY, V., inz. 


Thin steel strips with noles made in Nzer-slovakia, 


19 no.11:323 N '64. 


Slek rstvecthnik 


1, EGV, Prague. 
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NOVOTNY, V2, JUDL, J. 
VOTNY, V.; 


ea td exhibition of the ‘schinery industry in 


Pe F : . 
Surercharged oil engines at th : seni ne SAS 
Vol. 7, So. 9, Aupy 1957, Fra.a, 2zecnos) wie! 


Qrno. re 543. (STR Id Tei cTVE, 


fe . : ‘ fone S ~ * 
Monthly vist of Gast “uronean accessions \Ehne’ me ¢ 
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-.58-~8- 2 

AUTHOR: Yudl, I., Engineer, and riovotnyg, V- SOV/122--58-8-25/29 
TITLE: Supercharged, Diesel Engines at the’ Third Exhibition of 

Czechoslovak Engineering (Dizeli s nadduvom na Iii 

Vystavke vhekhoslovatskogo mashinostroyeniya) 
PERIODICAL: Vestnik mashinostroyeniya, 1958, nr 8, pp 81 - 84( USSR) 
ABSTRACT: Abridged translation of an article in the Czech Journal 

*Strojirenstvi", i957, wr 6. 

1. Diesel engines~--Uzechoslovak.a 2. Superchargers -Applccations 
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Z/034/61/000/011/004/007 


4 E073/E335 
AUTHORS : Siancar, F., Engineer and Novotny, V. 
TITLE: Cathedic etching of metals 7 
PERIODICAL: Hutnické listy, no. 11, 1961, pp. 818 - 821 
TEXT: Cathodic etching is performed by bombarding the 


exposed surface of a specimen with accelerated positive ions 
of a gas (usually an inert gas but oxygen and ionised air has 
also been used for the purpose). This method has several 
advantages, particularly in the case of radioactive materials. 
Fic. 1 shows a diagrammatic sketch of the equipment for 
cathodic etching used by the authors, [It consists of the 
following four main parts: the work-chamber 1; vacuum system VA ad 
4, 5 and 6; pressure vessel containing argon and a system for — 
regulating its flow 2 and a high-voltage DC source 3. A 
more detailed sketch of the working chamber is shown in Fig. 2, 
where 2 and 9 are vacuum seals, 5 is a focusing coil, 12 o 
are the connections to the thermocouple vacuum meter and 13 
are the leads to the rotary pump. The etching space is limited 
by a glass vylinder 4 , the anode 3 and the cathode 8 . 
Card i/5 
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The external glass cylinder has a diameter of 76 mm, the 

anode and the cathode are made of pure aluminium and are of 12 
and 45 mm in diameter, respectively. The argon is fed into the 
pressure vessel through the pipe 10. From there it flows to 
the anode,in the indicated direction, through the internal glass 
cylinder 6 , which serves as a screen for catching the atomised 
metal. At a certain Ar pressure the gas between the electrodes 
will become ionised and the positive ions will be accelerated 


towards the specimen 7 . From the bottom part of the working 

space the gas is sucked away by means of a diffusion and 

rotating pump through the piping 14 . The heat generated when VY 
the ions impinge on the specimen is removed by intensive cooling Gan 


with running water 11. The anode is protected from contact 

by the personnel by means of the perspex cover 1. The magnetic 
coil serves for focusing the charged particles and permits 
chieving high current values. The vacuum system (shown in 

Fig. 1) consists of the glass piping, the rotary pump 5 and 
the diffusion pump 4 . The Ar pressure is measured by means of 


a Soviet-produced “‘thermal-cross* vacuum metey, which permits 
measuring vacuum in the range of 1 to 10 mm Hg. The Ar supply 
Gard 2/5 
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is from a 3-litres capacity flask with 150 atm, pressure. 

Control of the argon flow is by means ot a throttle 

(brass rod with a hole of O.1 ma diameter) and a needle valve. 
Pressure control of the order of wpHg can be obtained by means 

of this arrangement. The DC high-voltage source isan X-ray 

50 kV 2.5 mA source, the polarity of which can be revecsed. 

Several hundred specimens of uraniun, stainless steel, magnesium, J 
copper, brass and zine were etched by means of this device and, 
particularly for uranium, the results were very favourable. A 
greater contrast in the microstructure was achieved by applying 
oxidation directly after terminating the cathodic etching. The 
total time required for obtaining a high-quality etched specimen 
was about 15 min in the case of uranium; the exposure time of 
the microphotographs could be shortened from 1 hour to 0.5 sec. 
The method permits determining reliably the grain size, and 
difficulties arising when observing with polarised light (change 
of the grain size caused by rotation of the analyser) do not 
occur in this case. An advantage of the equipment is also the 
fact that etching conditions can be easily determined and 
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approximately the Same etching conditions can be used for 

almost all commercial metals. The thus-etched surfaces are 

suitable for observation, regardless of the magnification, both 

for optical- and electronmicroscope observations. The device 

is particularly useful for metals for which no satisfactory 

results can be obtained by current methods. A disadvantage is 

the relatively high temperature of the etched specimen (200 [ey 

which can be reduced by good contact of the specimen with the 

cooled cathode and by reducing to a minimum the etching time. 

There are 14 figures, 1 table and 10 references: 3 Soviet-bloc 

and 7 non-Soviet-bloc. The four latest English-language J 
references quoted are: Ref. 1 - D. Armstrorg, P.E. Madsen and _— 
E.C. Sykes - Journal of Nuclear Materials, 1. 1959, no. 2; 

Ref. 3 - T.R. Padden, F.M. Cain - Metal Progress, 103, 1954, 

p. 66; Ref. 7 - T.-K. Bierlein - Cathodic vacuum etching of 

uranium - H W 2676, 1954; Ref. 9 - I.B. Newkirk, V.G. Martin - 

Trans. ASM, 50, 1958. p.- 572 


ASSOCIATION:  Usta’ jaderného vyzkumu SAV - 
(Institute of Nuclear Research of the CSAV) 
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NOVOTNY, V. 


Cold-pressure welding of aluminum bars. pe 26h. 


PNERGETIKA. Praha, Czechoslovakia, Vol. 9, no- 6, June 1959 


Monthly list of East European Aecessions (SEAI) LC, Vol. 8, No. 10, 
Oct. 1959. 
Uncl. 
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NOVOTNY, V., inze 


Pressure welding of joints. Nova techrika 2 no.5:13%140 
My '@2. 
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NOVOTNY, V,, doc. inz. CSc.; KYZLINK, V., doc. inz. CSc. 
VE ste 
Some problema of gaterial interest to enterprises. 
Podn org 18 no. 3:127-129 Mr '64. 


1. Higher School of Economics, Prague. 
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POLACEK ,P.3 NOVOTNY, Vle 


Sex differences of the bony pelvis in growing macaqueSe Ceske 
morfe 13 noe2tl45-157 165 


af t 
1. Institute of Anatomy of the Medical Faculty of 3.2. Purkyne’s 
University in Brno, Czechoslovakia.e 
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NOVOTNY, Vladimir, inz.; BAZANT, Zdenek P., ing. 
eee See 
briuzes 
Design of a perfected prestressing aysten for 
scuattad and assembled by the cantilever method. Inz 
stavby 11 no.1:11-13 Ja '63. 


1. Dopravoprojekt Praha. 
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Nutritional survey of a group of workers in a heavy machinery 


: {chement of food in 
plant and possibilities for vitamis oven net -13 8-0 "60. 


’ e t. 1 e 
public eating facilities. Vop. pi 9 no re 
. Iz Instituta pitaniya, Praga. 
, (VITAMINS ) 
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QELNY, a.3 KOZAK, J.3 MAINEROVA, J; KRIZ, M.; NOVOTNY, V.; SUCIHY, R.; 


STOLARIK, R. 


atry work with power sQws. Conclusions for 


Complex research on fore 
Acta univ. carol. [Med] Suppl. 15:211-17 


practical considerations. 
61. 

reity Karlovy se sidlem v Plani, 
Vyzkumny ustav lesniho hospodarstvi 
ROH v Praze a Krajska sprava le su 


1, Fysiologicky ustav lek. fak. Unive 
Odd, cnorob z povolani KUNZ v Plzni, 
ve Zbraslavi, Ustav bespecnosti prace 


v Plani. 
(INDUSTRIAL MEDICINE) 
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NOVOTHY, Vaclav, inz. 


Classification of forest nurseries according to tree species. 
Les cas 9 n0.8:677-694 Ag '63. 


1. Vyzkumny ustav lesniho hospodarstvi a myslivosti, Zbraslav- 
Strnady,. 
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NOVOTNY, Vaclav, inz., CSce 


: forest nurseries. 
Thinning of seedlings and planta in 
lea cas 9 no, 12: 1067-1082 LD '63. 


1. Vyzkumny ustev lesniho hospodarstvi a myslivosti, 
Zbrasluv-Strnady. 
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NOVOINY, Viedimir, inze 


Hydraulic apparatus for demolition of concrete construce 
tionse Poz stavby 11 noel12619-620 '63. 
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NOVOTNY, Vlacimir, inz. 
\ememensnsstituam bis er etna 


Blocking incorrect operations in switch plants with bypass 
coupling. Energetica Cz 13 now: 424425 Ag '630 


1. Energovod, nep., Praha. 
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NOVOTHY, V., in3., kendidat technickych ved 


Further develop::ent of the synthetic tests of aaa 
circuit breakers. El tech obzor 52 no.l0:571-572 0 163. 


1. Statai vyzkumny ustav silnoproude elektrotechniky, Bechovice. 
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NOVOTNY, Vlg, inZe. 


a Overvoltage in switching small induction currents by 
high-voltage switches. El tech obzor 52 no.10:573 0 '63. 


1. Statni vyzkumny ustav silnoproude elektrotechniky. 
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Novotny, Ve- 


ENFRGETIKA. 
Assembling turbine agregates with ae faa eis 
(Ministerstvo paliv 4 enorgetiky. Hlavni sp 
Praha. Vol. 6, no. 4, Apr. 1956. 


Oct. 1956 


C 
Source: EEAL ce) Vol. 5, No. 1 
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Z F Poe Peal 
5ili in = jen: giwimeerinz. Be <i 
MCVCTNY, Ve. - Silicons in electric: = 
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ERSTRACT: Ignition equipment, especially for use with aircraft jet and turboprop 
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1 | TITLE: Electronic comparator in practice 
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ABSTRACT: The article briefly discusses the results obtained in the operation 

of an electronic comparator (described in ir, 963 oi the same journal) on a 
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NOVOTNY, Zdenek 


Operational deterninat fon of humidity of pressing materials. 
Sklar a keramik 12 ro.2:49-50 F '62. 


1. Elektroporcelan, narodni podnik, zavod Zacler 
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CZECHOSLOVAKIA/General Problems of Pathology - Tumors. T-5 


Abe Jour : Ref Zhur - Biol., No 1, 1958, 3154 


author : Wiedermann, B., Prochazka, J., Hovotny,..2e-. 
Inst tos enn Sa” 
Title : The Treatment of Chronic Myelogenous Leukemia with 1,4-di- 


methylsulfoxybutane (Myleran, gulfabutin) 


Orig Pub : Vnitrni lekarstvi, 1957, 3, No 5, 461-469 


Abstract : In 21 patients witt chronic myelogenous leukemia, myleran 
therapy gave excellent results in 13, caused temporary im- 
provement in 4 and was ineffective in 4 who had an exacer- 
pation of the disease process. The best results were 
achieved in those cases which had not been treated previous- 
ly; their remission Jasted over a year. A long course of 
supportive therapy was needed in previously treated, far 
advanced cases. Only one patient had transient thrombocy- 
topenia with hemorrhagic diathesis. A dose of 4-6 mg q.d. 
was used. Because of the compound's relatively long 
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LEDRAMANN . Boleslav; NOVOTNY, Zdenek; JORDA, Viadinir 

Coincidence of hemoblastoses and ‘mors. Neorlasma, Bratisl. 
& no.32283-296 1957. 


1, I, Medizinische Klinik und Dermatologische Klinik, Palacky- 
Universitat, Olomouc. 
(BLOOD DISEASES, compl. 
hemoblastoses, coincidence with neoplasma ) 
(NEOPIASMS, compl. 
coincidence with hemoblastoses ) 
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NOVOTNY, 72. 
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era anara tear rane 

SUmiAde (in cepn); Glven Nemes ae oo Sy 
i 

Comtry: Czechoslovakia ee H 
| 

Acadeale Deyrees; [not given} 
ae Internal Clinic I of the Medical Faculty, UP fabbreviation not 
Affiliation: saentiried] (I interni klinika lekarske fakulty UP), Oloriouo; 
Chief (Prednosta): Prof Dr P Lukl | 

Sourec ; Prague, Fysiatricky Vestnik, Vol XXXIX, No 4, August 1961, | 

pp 200-20 

Data: "the Relation of Arthritic Changes and Pnoumeceniosis." 
Authors: | 
VOXYPAL, t 
Cuovorny | 
ORIK, M 
{ 


Are 


ri 
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EPR/EMP(§)/T+2/5.IG(a)-2/z1P(h)/EP* (':b)-2/eaC(c \u2/E2D—2 /ENG (ce) /FCS(k)/aiP(b) 
AMWUISLLO PL /pu-4/Pi-4Pn-4/ | Ch EXPLOTTATICH Be Oe {a3 
Pow /Pe-5/rq-4/Pac-4/rr-4, ISP 2) ' AST/TE/TM/DD/RN/G/BC/E "  -" ae, 
Barvir, Miroslav, (Engineer); Benes Xonrad, (Professor, Doctor); Housva, Jiriys2/. 9f) 
“(Dector); lil, Ivo, (Graduate “un Pailosophy); Ceplecha, 7Aenck, (Candidate of . sf 
Physical ond Mathematical Sciences); Codr, Milan, (Doctor); voLezal Vladimir ,g3/. 
(Doctor); Dvorak, Antonin (Candidate of Medical Snel iorsz. danef, (bocter)3 
Guth, Vindinir, (Candidate of Medical Sciences, Docent, Doctor); Horak, cdenek, 
(Doctor of Physical and Mithenatical Sciences, Corresponding Heaber of the 
Czechoslovak Acadeny of Sciences, Professor, Doctor); Hospodar, Jan (Doctor of 
Pnysteal and tatheratical Sciences, Dector); Keezek, Joolp, (boctor); est, 
abla, (Candidate of Fayoical and Mathematical Se. mec); Kolodovsicy, Milan; Koml, 
Vladimir (Doctor); Korecky, Miloslav, (Candidate of Legal Sciences); Krivsicy, 
i wWislav, (Candidate of Physical ond Mathematical Sesences); Kviz, Zdenck, (Con- 
Gidate of Physical and Mathematical Sciences); Ledvina, Milan, C cer); Haleike, 
eae Moravele, Milan, (Candidate of Medical Sciences); Mrozek, 
Candidate of Medical Sciences, Engineer); Mrazck, Jird (Candidate of 
RechnicaL Sciences); Neuzil, Ludek (Doctor) Hovotny, Zdenck, Candidate of 
Paysicol, and Mathcuatical Seientes); Novotny, Zdenck, (octor);Pernegr, Joroslay, 
(Doctor; ‘Candidate of Fhysical and Mathematical Sciences); Peack, Rudolf, Professor, 
Doctor, Engineer); Pipol, Mblonlav, (Doctor of Technical Sciences, Correaponding 
member, of tha Czechonlovak Acadcay of Batencea) 5 Plavec, Mironlav, (Doator); . 
Fokorny, Zdenck, (Candidate ef Faysical and ¥a' Soicices, Docent, Loater); 
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Run, Viedimt al Sciences, Doctor); SoA 2 
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Zdenek Doctor); Tusa Jaroslav, (candi 
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Orbis 196%. bs Pe 
iples of aotronautica (Zoldady kosuonautiky) Prague, ’ 
aE a eldos 5000 copies printed. 


¥ o 
QOPIC TAGS: coomonoutied, rockst, sat 


"PURPOSE OVERAG:! This publication 4 
penne GBs omonaitsane Tne hook pre 
space flight up to lL duns 1963- 
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80,537 
2/039/60/021/04/008/026 
94,1200 B140/EB245 


AUTHOR: Novotny, Z., Engineer 
TITLE: Development of a Broadband Thermistor Mount 
PERIODICAL: Slaboproudy obzor, 1960, Vol 21, Nr 4, pp 225-228 


ABSTRACT: The impedances of several type 11NR10/A thermissors were 
measured and matched in the band 8,2 to 12,4 kMcs, with 
maximum standing-wave ratio 1.35. The matching 
procedure is carried out on Smith charts, as shown in 
Figs3 and 4, Matching to a rectangular waveguide is KO 
possible with one movable and one fixed matching stub. 
The thermistors are tested in an identical mount without: 
movable stub, but with a movable short-circuit, which 
is adjusted for minimum standing-wave ratio, If this 
ratio is between 1.11 and 2,04 the thermistor may be 
matched at the given frequency with ratio < 1,35. 

There are 8 figures and 4 references, 2 of which are 
English and 1 Hnglish in Russian translation. 


ASSOCIATION : Ustav pro vyzkum radiotechniky (Radio Engineering 
Research Institute) 


SUBMITTED: January 26, 1959 
Card 1/1 
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2,/039/61/022/01 1/002/00 3 
GT I6D (027) p291/D304 
AUTHOR: ‘Novotn§y vdenck, Engineer 
YATLS: “<0 eaal coupler with optimun directivity 


PERIODICAL: Slaboproudy obz0rs ve 22, now lls 1961, 6355-659 


yEXT: The article lists the procedure for desi jeits @ aired viaual 
coupler with optimum directivity ina certain bandwidtas descerliesc- 
design of a directional coupler with 4 and 6 coupliayssobes in Geeatt 
and lists the measuring resuits of @ prototype directional coupler dem 
signed for the 8.2 - 12.6 gigaecycte pand. ‘The directivity of a twor 
hole coupler can be calculated according to Mumford (Ref. 2: pirection@ 
al Couplere Proce IRE, Feb 1947, PP 160-165) from the ratioc currents 
(1* and Lo flowing in the auxiliary guide at a suitably adjustec load 
. o 


of the main waveguide o Higher directivities in a wide frequency-band can 
be achieved in a directional coupler with more holese addition of cure 
rents of all coupling~holes results in a relation, in which the first 
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be chosen arbitrarily: however, ont 
: } 


Pca 
bres a 
‘ 
t . 
Ges Laas 
oy 
Chebyshev polynouina. of Ue Seoc cenree slich re... 
Se Sor a Girceets,onal couples, iets heer, 
'. : 
(5) » = BR * - ‘ (25) 
2 2 
Tre cuthos then derives the approximated Yunctions which fulfill ile 
ne, . : ; : . : 
Cncovs wv oboraeterist > L wine tae eines id 7 
acre nay sEaCCePISVIC Th tae Given albiiis tie (es om eae ic 
- ~- 
aw) ana wel siata ~ 4 2. % - “ > ey 
eliow calculation of the ceupior directivity Por an arbitrary; benes cis 
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2/039/61/022/611/002/006 
Directional coupler with ... 0291 /D304 


the spacing of couplingeholes and the Parameter 1/p required for dotcre 
mining the optimum width of the Chebyshev function. The total coupling 
between the main and the auxiliary waveguide can be determined by the 

. ih 
formula v = 20 ¢ log (kM), where k is a constant and Ms — te op, 

“9 

the sum of all coupling coefficients. A rather precise calculation of 
coupling-hole diameters can be made with the aid of the formula 


Vv. = 10° log (i, a") (33) where k, and ¢ are constants, whose valucs 


are determined by measurements with precisely known coupling-hole diae 
meters at determined wall thicknesses and frequencies. The diameter 


(da) of eng e bgle 132 cep ronasnes by the equation 
log (a) loc (34) » The author now applies the 


derived functions for the model calculation of a 4 and 6-hole directional 
coupler with optimum directivity in the 8.2 - 12.4 Giga-cycle band at 
a total coupling of 20 dB; and describes the procedure of directivity 
measuriage For the laboratory tests, two rectangular waveguides were 
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Z/039/61/022/011/002/0C6 
Directional coupler with eee D291/D304 


used with narrow walls machined to a thickness of 0.4 mn. joth prepared 
walls had a longitudinal aperture for the insertion of a 1 im thics 
strip with the coupling holes. The strip with six holes was designed 
for a maximum directivity in the 8.2 - 12.4 giga-cycle bane, individual 
holes were spaced at 10 om. The 1/p parameter chosen in the Chevyshev 
polynominal was 1.6. The maximum standing-wave factor did not exceed 
1.04. The obtained theoretical directivity was 39.5 db. Vractically 
achieved values differed somewhat from the theoretical calculations 
which is attributable to sgevera) inaccuracies. There are 9 figures, 

3 tables, and 5 references: 2 Soviet=-bloc and 3 non-Sovict=bloc. the 
references to the English-language publications read cs follows: 
Mumford: Directional Coupler. Proc. IRE, Feb. 1947, pp 160-165; Surdin: 
Directional Couplers in Wave Guides. Jour. IEE, Part IIIA, 93 (1946), 
Noo 4, Pe 733; Schafer-Beatty: A Method for Measuring the Directivity 
of Directional Couplers. IRE Trans. MIT, Oct 1958, p. 419-422, 


ASSOCIATION: TESLA Pardubice, Ns. P+» v§zkumn§ a vivojovy zavod, 
Opocinek (TESLA Pardubice, National kLnterprise, Research 
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and Developamt Pjant in Opocinek) 


SUBMITTED: May 29, 1961 
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ZATOCIL, Fr.; POSPISIL, A.3 NOVOTHY, 2. 


Spectrum analysis of mise in the evaluation of occupational 
deafness. Cesk.otolar.9 no.6: 333-338 D '60, 


1. Vyskuma ORL laborator CSAV, ORL klinila-Praha, vedouci 


laboratore a prednosta kliniky akademik Antonin Precechtel. 
(NOISE) 


(DEAFNESS etiol) 
(OCCUPATIONAL DISEASES) 


APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0" 


oof Z 4 is bier oad WF NOS 


07/13/2001 CIA-RDP86-00513R001237610001-0 


ome z 


WOVOTHY, Z.; POSPISIL, A. 


Relation of hearing conduction disorders to occupational hearing 
disorders due to noise. Cask.otolar.9 20.6:339-347 D 160. 


1, ORL kLinika, Praha a vyskumna ORL laborator CSAY, Praha, pred- 
nosta kliniky a vedouci laboratore akadenik Antonin Precechtel. 
(DEAFNESS et1o1) 
(OCCUPATIOHAL DISEASES ) 
(WOISE) 
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‘-HOVOTEY , Zdenek 


Prevention of occupational hearing disorders among workers employed 
in noiay environments. Praconvi lek. 12 no.5:267-270 Je 160, 


1. Otolaryngologicka klinika vaeob. lekarstvi Univers ity Karlovy 
v Praze, prednosta akademik Ant. Precehtel. 
(DEAFNESS prev. & control) 


Cee coer tor 
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POSPISIL, Alois; NOVOTNY, Zdenek; ZATOCIL, Frant. 


Audiouetric examination in occupational hearing disorders caused 
by noise. Pracovni lek.12 no.8:430-435 0'60. 
1. Vedeckn ORL laborator CSAV a ORL klinika v Praze, vadouci 
laboratore a prednosta kliniky akndemik Ant .Precechtel. 
(AUDIOMETRY ) 
(NOISE ) 
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POSPISIL, Alois; NOVOTNY, Zdenek 
On the problem o” importance of the anammesis in the study of eccupa- 
tional defective hearing caused by noise, Cas.lek.cesk 99 no.51?1562- 
1585 16D 'é0. 


1, ORL laborator CSAV a ORL klinika, Praha, vedouci lJaboratore a pred- 
nosta kliniky akademik Antonin Precehtel. 


(DEAFNESS) (OCCUPATIONAL, DISEASES) (NOISE) 
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POSPISIL, Alois; NOVOTNY, Zdenek 
Otesclerosis and noise. Cesk, otolar. 10 no, 3: 188-193 Je '6], 


1. Otolaryngologicka laborator CSAV a ORL klinila v Praze 

vedouci 
oe akad, Antonin Precechtel, vedouci kliniky prof. dr. Karel 
adlacek, 


(OTOSCLEROSIS atiol) (NOISE) 


APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0" 


"APPROVED FOR RELEASE: 07/13/2001 


We pee eres 
g3P2 >. pian een ie 


CIA-RDP86-00513R001237610001-0 


ae ed 


NOVOTNY, Zdenek 


Neurovegetative regulation in otosclerosis. Cesk. otolar. 10 no.3: 
194-200 Je '61, 


1, Otolaryngologicka klinila fakulty vacobecneho lekarstvi KU v Praze, 
prednosta prof. dr. K, Sedlacek. 


(OTOSCLEROSIS physiol) 
(AUTONOMIS NERVOUS SYSTEM) 


APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0" 


001-0 


7. 


"APPROVED F 


OR RELEASE: 07/13/2001 


CIA-RDP86-00513R001237610 


Bete 2S Pea ke 


td 


CVOTNY, Zdenek 


Roentgenological examination of advanced esophageal stenosis with 
the aid of ureteral catheters. Cesk. rentg. 15 no.3:160-166 ‘61. 


1. Otolaryngologicka kliniki KU v Praze, prednosta akadentk 
Ant. Precechtel. 


(ESOPHAGEAL STENOSIS radiog) 
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SURWANZ, Given Noras 7 
Country: Czechoslovakia 7 >) 
Academic Degrees: MD C3 
Affiliations = 
Source: Prague, Prakticky Lekar, Vol 41, No 9, 1961, pp 416-420. 
Datars “Evaluation of Qooupational Hearing Yefeotae" 


Authors ie aaa Otolaryngological Glinic KU /Karlova universita; 


Gharien Unipretty/. Prague, Director: Academicia | 


POSPISIL, Alois, Otorhinolaryngological Laboratory, CSAV /Cesko- 


slovenska akademie ved; Czechoslovak Academy of 
Sciences; Director: Academician A. PRECECHTEL. 


GPO 96166) 


APPROVED FOR RELEASE: 07/13/2001 CIA-RDP86-00513R001237610001-0" 


"APPROVED FOR RELEASE: 


~ 


07/13/2001 


hee we eme ooh, set PES, 


CIA-RDP86-00513RO0 


01237610001-0 


NOVOTNY, Z. 
ey See : 
: Fluctuation of hearing in neurovegetative lability and discopathies. 

i Cesk. otolar. 11 no.5:296-303 '62. 

1. Otolaryngologicka klinika fakulty vseobecneho lekarstvi University 

Karlovy v Praze, prednosta prof. dr. K. Sedlacek. 
(ZUDLOMETRY) (AUTONOMIC DYSFUCTION) 
(INTERVERTEBRAL DISK) 
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ZATOCIL, Frantisek; POSPISIL, Alois; NOVOTNY, Zdenek 
Acoustic analysis of shops highly exposed to noise. Fracovni icz. 
14 no.1:232-36 '62. 


1. Otolaryngologicka laborator CSAV, vedouci akademik Antonin Precechtel 
Klinika nemoci usnich, nosnich a krenich v Praze, prednosta akademik 
Antonin Precechtel. 

(NOISi) (INDUSTRIAL MEDICINE) 
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